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STAFFDEL TO EASTERN EUROPE 

E.O. 11652: N/A 
TAGS: OREP 

SUBJECT: STAFFDEL TO EASTERN EUROPE 
REF: (A) STATE 231129; (B) MUNICH 2162 

1 . CONTROL OFFICER FOR MUNICH IS FSO-5 PAUL R. WISGERHOF. 

TLEPHONE IS: OFFICE 2301-687; HOME 645-350. 

2. HOTEL RESERVATIONS MADE AT AFRC HOTEL, GARMISCH, FOR 
DURATION OF VISIT IN GERMANY. ACTUAL ROOM ASSIGNMENTS NOT RPT 
NOT YET AVAILABLE, BUT EXPECT IT WILL BE HOTEL PATTON. WILL 
ADVISE ON ARRIVAL. 

3. REF PARA (6) OF REFTEL (A), LARGE STATION WAGON WILL NOT 
RPT NOT BE AVAILABLE. COST FOR VOLKSWAGEN MINIBUS WILL BE 
APPROXIMATELY DOLLARS 100 FOR ONE TRIP TO GARMISCH, 

ABOUT DOLLARS 200 IFHELD FOR ENTIRE STAY AND USED FOR RETURN 
TRAVEL TO MUNICH. THIS IS SELF DRIVE. COST FOR LARGE SDEAN 
APPROXIMATELY DOLLARS 100 PER TRIP, INCLUDING DRIVER, BUT 
EXPECT TWO WOULD BE REQUIRED FOR FIVE PASSENGERS. PLEASE 
ADVISE BY IMMEDIATE CABLE WHICH ALTERNATIVE IS PREFERRED AND 
WHETHER RENTAL TWO SEDANS ACCEPTABLE IN EVENT VW BUS OR SIMILAR 
NOT RPT NOT A VAIL ABIE, .BETTS 
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